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KEY FACTORS IN OTHER DIRECTORATES' 
NEW INITIATIVES THAT IMPACT ODP 


Factor 
DDI Analyst 


Impact 

One terminal* per analyst 

A VM CPU upgrade per 300 
analyst 


* Will include pro rata cost of regular central services and 
terminal maintenance cost. 
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